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General Description 

The NS16450 is an improved specification version of the 
INS8250A Asynchronous Communications Element (ACE). 
The improved specifications ensure compatibility with the 
NS32016 and other state-of-the-art CPUs. Functionally, the 
NS16450 is equivalent to the INS8250A. The INS8250A j s 
available in both 5V ± 5% and 5V ±10% operating ranges. 
See ordering instructions on the last page. The ACE is fabri- 
cated using National Semiconductor's advanced scaled 
N-channel silicon-gate MOS process, XMOS, 
The NS16C450 and INS82C50A are functionally equivalent 
to their XMOS counterparts, except that they are CMOS 
parts. (The CMOS parts will be available after June 1 985.) It 
functions as a serial data input/output interface in a micro- 
computer svstem. The functional configuration nf the ACE_is 
programmed by the system softwar | via a TRf-STATE® 

8-bit bidirectional data bus; this includes the on-board baud 
rate generator. 

The ACE performs serial-to-parallel conversion on data 
charactars received from a peripheral device or a MODEM, 
and parallel-to-serial conversion on data characters re- 
ceived from the CPU. The CPU can read the complete 
status of the ACE at any time during the functional opera- 
tion. Status information reported includes the type and cgn- 
oiiion of ine transfer operations being performed by the 

ACE, as well as any error conditions (parity, overrun, fram- 
ing, or break interrupt). 

The ACE includes a programmable baud generator that is 
capable of dividing the timing reference clock input by divi- 
sors of 1 to (216-1). anc j producing a 16 x clock for driving 
the internal transmitter logic. Provisions are also included to 
use this 1 6 x clock to drive the receiver logic. Also included 
in the ACE is a complete MODEM-control capability, and a 
processor-interrupt system that may be software tailored to 
the user's requirements to minimizethe computing required 
to handle the communications link. 



Features 

■ Easily interfaces to most popular microprocessors. 

■ Adds or deletes standard asynchronous communication 
bits (start, stop, and parity) to or from serial data 
stream. 

■ Full double buffering eliminates need for precise 
synchronization. 

■ Independently controlled transmit, receive, line status, 
and data set interrupts. 

■ Programmable baud generator allows division of any in- 
put clock by 1 to (216 - 1) and generates the internal 
16 x clock. 

■ Independent receiver clock input. 

■ MODEM control functions (CTS, RTS, DSR, DTR, Rl, 
and DCD)- 

■ Fully programmable serial-interface characteristics: 

= M; &f o? n%p C aW r g S eneration and detection 

— 1 -, 1 1 / r , or 2-stop bit generation 

— Baud generation (DC to 56k baud), 

■ False start bit detection. 

a Complete status reporting capabilities. 

■ TRI-STATE TTL.Hrive capabilities for bidirectional data 
. and i i bus. 

bus control 

B Line break generation and 

■ Internal diagnostic caoabilities: , . . u 
~~l_oopback contro ' s ' or communications jink fault 

isolation 

— Break, parity, overrun, framing error simulation. 
B Full prioritized interrupt system con trols. 



TRI-STATE* is a registered trademark of National Semiconductor Corp 
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Absolute Maximum Ratings 

Temperature Under Bias 0°Cto +70°C 

Storage Temperature -65'Cto + 150°C 
All Input or Output Voltages 

with Respect to - o.sv to + 7.0V 

Power Dissipation 700 mW 



Note: Maximum ratings indicate limits beyond which perma- 
nent damage may occur. Continuous operation at these lim- 
its is not intended and should be limited to those conditions 

specified under DC eiectricai characteristics. i 



DC Electrical Characteristics 

T A = 0°Cto + 70°C, Vcc = +5V ±5%, Vss = CV, unless otherwise specified. 



Symbol 


Parameter 


Conditions 


NS16450 

NS16C450(Note 1) 


INS8250A.AWN 

INS82C50A(Note 1) 


Units 


Mln 


Max 


Mln 


Max 


V,LX 


Clock Input Low Voltage 




-0.5 


0.8 


-0.5 


0.8 


V 


V|HX 


Clock Input High Voltage 


2.0 


Vcc 


2.0 


Vcc 


V 


V|L 


Input Low Voltage 


-0.5 


0.8 


-0.5 


0.8 


V 


V| H 


Input High Voltage 


2.0 


Vcc 


2.0 


Vcc 


V 


Vol 


Output Low Voltaae 


I l = 1 -6 mA on all * 




0.4 




0.4 


V 


Voh 


Output High Voltage 


l 0H = - 1 .0 mA * 


2.4 




2.4 




V 


ICC(AV) 


Avg. Power Supply 
Currart(Vcc) 


V C c = 5.25V, T A = 25<C 
No Loads on output 
SIN, DSR. RLSD, 
CTS, Rl = 2.0V 
All other inputs = 0.8V 




120 




95 


mA 


ICC(AV) 


Avg. Power Supply 
Current (Vqc) 
CMOS Parts Only 


V CC = 5.25V, T A = 25<C 

No Loads on output 

SIN. DSR, RLSD, 

CTS, Rl = 2.0V 

All other inputs = 0.8V 

Baud Rate Generator 

is 4 MHz 

Baud Rate is 56k 




10 




10 


mA 


"IL 


Input Leakge 


V CC = 5.25V, V SS = CV 
All other pins floating. 
V, N = OV, 5.25V 




±10 




±10 


jxA 


Id 


Clock Leakage 




±10 




±10 


jxA 


loz 


TRI-STATE Leakage 


V CC = 5.25V, V SS = CV 
V UT = OV, 5.25V 

1) Chip deselected 

2) WRITE mode, 
chip selected 




±20 




±20 




VlLMR 


MRSchmittViL 






0.8 




0.8 


V 


V|HMR 


MR SchmittViH 


2.0 




2.0 




V 



Does not apply to XTAL.2 



Capacitance t a = 25°c, v cc = v S s = ov 



Symbol 


Parameter 


Conditions 


Mln 


Typ 


Max 


Units 


Cxtal 2 


Clock Input Capacitance 






15 


20 


PF 


CxtaLt 


Clock Output Capacitance 


f c = 1 MHz 




20 


30 


PF 




Input Capacitance 


Unmeasured pins 




6 


10 


pF 


C OUT 


Output Capacitance 


returned to Vss 




10 


20 


PF 



Note 1: All specifications for CMOS parts are preliminary. 



AC Electrical Characteristics t a = o cto +7o*c, v cc = +sv ±5% 


Symbol 


Parameter 


Conditions 


NS16450 
NS16C450 (Note 1) 


INS8250A.AWN 
INS82C50A(Note 1) 


Units 


Min 


Max 


Min 


Max 


Uw 


AQQress oiroue wiain 




60 




90 




ns 


*AS 


Address Setup Time 




60 




90 






Uh 


Address Hold Time 














ns 


l CS 


Chip Select Setup Time 




60 




90 




ns 


l CH 


onip oeieci noia iime 














ns 


toiw 


ntCTD/niCTP CtmKo \A/iHth 

lmo 1 n/ uio 1 n oiruDS wiuin 




125 




175 




ns 


tRC 


Ready Cycle Delay 




175 




500 




ns 


HO 


Heady Cycle - t A R- + t D | W + tpc 




360 




755 




ns 


l DD 


uto 1 n/uio 1 n to unver uisaote ueiay 


@100 pF loading*** 




60 




75 


ns 


tDDD 


Delay trom uio I n/ uio I h to uata 


@100 pF loading 




125 




175 


ns 


*HZ 


uio 1 n/uio 1 n to Moating uata ueiay 


@ 1 00 pF loading* * * 





100 


100 




ns 


f-DOW 


uuo 1 n/ uuo 1 n oiroue wiain 




100 




175 




ns 


twc 


Write Cycle Delay 




200 




500 




ns 


wo 


Write Cycle = t A w + *DOW + *WC 




360 




755 




ns 


*DS 


Data Setup Time 




40 




90 




ns 


l DH 


Data Hold Time 




40 




60 




ns 


tcsc* 


Chip Select Output Delay from Select 


*&! i uu pr loaaing 




100 




125 


ns 


*RA* 


A ArAmoo Time fmm niCTD /niCTP 

Auuress noiu 1 ime Trom uio i n/uio i n 




20 




20 




ns 


tRCS* 


onip oetecT noiu i ime Trom uio i n/ uio i n 








on 




ns 


tAR* 


DISTR/DISTR Delay from Address 




fin 




ou 




ns 


*CSR* 


DISTR/DISTR Delay from Chip Select 




ou 




an 




ns 


*WA* 


Address Hold Time from DOSTR/DOSTR 




20 




20 




ns 


twcs* 


Chip Select Hold Time from 

nncTD /nncTP 
uuo 1 n/ uuo 1 n 




20 




20 




ns 


Uw* 


nn^TR/nnQTR nolau frnm AHHrocc 

uuo 1 n/ uuo 1 n umay irom mqqigss 




60 




80 




ns 


tcsw* 


uuo 1 n/ uuo 1 m ueiay Trom oeieci 




50 




80 




ns 


^RW 


Master Reset Pulse Width 




5 




10 




fJ-S 




Duration of Clock High Pulse 


External Clock (3.1 MHz Max.) 


140 




140 




ns 


txi 


Duration of Clock Low Pulse 


External Clock (3.1 MHz Max.) 


140 




140 




ns 


Baud G 


jnerator 








M 
INI 


Baud Divisor 




1 


216-1 


1 


2^6-1 






Baud Output Negative Edge Delay 


100pF Load 




125 




250 


ns 


tBHD 


Baud Output Positive Edge Delay 


100 pF Load 




125 




250 


ns 


tLW 


Baud Output Down Time 


f x = 2 MHz, -2, 100pF Load 


425 




425 




ns 


tHW 


Baud Output Up Time 


f x = 3 MHz, -3. 100 pFLoad 


330 




330 




ns 


Receive 


r 










tsCD 


Delay from RCLK to Sample Time 






2 




2 




tSINT 


Delay from Stop to Set Interrupt 




1 


1 


1 


1 


RCLK" 

Cycles 


tRINT 


Delay from DISTR/DISTR 

(RDRBR/RDLSR) 

to Reset Interrupt 


100 pF Load 




1 




1 


flS 


'Appleable only when adS <s tied lew 
•RCLK is equal lo t XH and t XL . 

"Charge and discharge time is determined by V 0( _, Vqh and the external loading. 
Note 1: All specifications for CMOS pans are preliminary. 
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AC Electrical Characteristics (Continued) 



Symbol 



Parameter 



Conditions 



NS16450 
NS16C450(Notel) 



Min 



Max 



INS8250A,AWN 
INS82C50A(Note1) 



Units 



Min 



Max 




t|HR 



Delay from DOSTR/DOSTR (WRTHR) 
to Reset Interrupt 



1 00 pF Load 



175 



1000 



t|RS 



Delay from Initial INTR Reset to Transmit 
Start 



24 



24 



RCLK 
Cycles 



tsi 



Delay from Initial Write to Interrupt 



16 



32 



16 



32 



RCLK 
Cycles 



tSTi 



Delay from Stop to Interrupt (THRE) 



RCLK 
Cycles 



t|R 



Delay from DISTR/DISTR (RD MR) to Reset 
Interrupt (THRE) 



100 pF Load 



250 



1000 



Modem Control 



tMDO 



Delay from DOSTR/DOSTR (WR MCR) to 
Output 



100 pF Load 



200 



1000 



*SIM 



Delay to Set Interrupt from MODEM Input 



100 pF Load 



1000 



tRIM 



Delay to Reset Interrupt from DISTR/DISTR 
(RDMSR) 



100 pF Load 



250 



1000 



Note 1: All specifications for cmos parts are preliminary. 

Timing Waveforms (All timings are referenced to valid and valid 1 ) 
External Clock Input (3.1 MHz Max.) 

»-|— tXH 



AC Test Points 







TL/C/8401-2 



BAUDOUT Timing 

^ 



bmjdwf 



-_riJinjmjijmjTRnrL 

tsHo-H K 

'BLD-H -«-| IHW 

IJirLTLJTJT 



h~ «8HD 




.»*! 



L_r~u—L_r 





^ — 'BHD 














I 



1 



0.BV 
TL/C/8401-3 



\* — 'BLD — ^ f— (BHD 



-UHW = (N - 2) XTAL1 CYCLES 



BAUD OUT 

(-«. W > 3) 



-^tLW = J XTAL1 CYCLES 



TL/CV8401-4 
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Timing Waveforms (continued) 



Write Cycle 



[ » tAS »|« »|tAH 

Al.Ai.Ao VALID | 

±\« 

CS2.CS,. CS 



I 1" 



T X vali ° X - 



X 1..... 



h tcsw' 

tAW* 



XIEDC 



OATA . 
Do 07 



•Applicable Only When ADS is Tied Low. 



|*-lOS-^^tOH — A 



-c 



X 
X" 



TL/C/8401-5 



IAS -H -I 'AH 



A 2. A,, Ao VALID | 

tcs » | «»|tCH 

XHX 



DATA 
D0-D7 



Read Cycle 



-*-tRCS*— 



X 



■■j'RA* 

— v r 

— X 



XHDC 



«-tDDD-»| \~~*\ X * 
■ ^VALIO DATA^ - 



•Applicable Only When ADS is Tied Low. 



X 







» s 

J 




* DO 






\ 


/ 



X 



TL/C/8401-6 
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Timing Waveforms (Continued) 

■""_n 



Receiver Timing 

jl n_ 



H h-tsco 



(RECEIVER 
INPUT 
DATA) 



\^ START f" 



INTERRUPT 
(DATA READY OR 
RCVRERR) 



DlffR/DISTR ® - 
(READ REC 
DATA BUFFER 
ORRDLSR) - 



DATA SITS (5-1) 



J I I J L 



Y 



V 



X3C 



Transmitter Timing 



" ^START J DATA (5 I) ^ARIT^ ST0P(i-2) ^TART^ 



A 



rv 



HT 5. DTR . 
(TOTl. OUT? 



MODEM Controls Timing 



j \ 



4 



TL/C/8401-8 



J V 



-*-|irim[«— tsiM 



-tSIM-H -♦tRH 



r\ rx 



a r 



TL/C/8401-9 



Note 1: See Write Cycle Timing 



Block Diagram 




(ER X" 



RECEIVER 
BUFFER 
REGISTER 



LINE 
CONTROL 
REGISTER 



RECEIVER 

SHIFT 
REGISTER 



<— ► 



LINE 
STATUS 
REGISTER 



TRANSMITTER 
HOLDING 
REGISTER 




TRANSMITTER 
SHIFT 
REGISTER 






TL/C/8401-10 



Note: Applicable pinout numbers are included within parenthesis. 



Functional Pin Description 

The following describes the function of all NS16450, 
NS16C450 and INS8250A, INS82C50A input and output 
pins. Some of these descriptions reference internal circuits. 

Note: In the following descriptions, a low represents a logic (OV nominal) 
and a high represents a logic 1 ( + 2.4V nominal). 

INPUT SIGNALS 

Chip Select (CSO, CS1, CS2), Pins 12-14: When CSO and 
CS1 are high and CS2 is low, the chip is selected. Chip 
selection is complete when the decoded chip select signal 
is latched with an active (low) Address Strobe (ADS) input. 
This enables communication between the ACE and the 
CPU. 

Data Input Stro be (DIS TR, DISTR), Pins 22 and 21: When 
DISTR is high or DISTR is low while the chip is selected, it 
allows the CPU to read status information or data from a 
selected register of the ACE. 

Note: Only an active DISTR or DISTR input is required to transfer data from 
the ACE during a read operation. Therefore, tie either the DISTR input per- 
manently low or the DISTR input permanently high, if not used. 



Data Output Strobe (DO STR, DO STR), Pins 19 and 18: 

When DOSTR is high or DOSTR is low while the chip is 
selected, allows the CPU to write data or control words into 
a selected register of the ACE. 

Note: Only an active DOSTR or DOSTR input is required to transfer data to 
the ACE during a write operation. Therefore, tie either the DOSTR input 
permanently low or the DOSTR input permanently high, if not used. 

Address Strobe (ADS), Pin 25: When low, provides latch- 
ing for the Reg ister Select (AO, A1 , A2) and Chip Select 
(CSO, CS1, CS2) signals. 

Note: An active ADS input is required when the Register Select (AO, A1, A2) 
signals are not stable for the duration of a read or write operation. If not 
required, tie the ADS input permanently low. 

Register Select (AO, A1, A2), Pins 26-28: These three 
inputs are used during a read or write operation to select an 
ACE register to read from or write into as indicated in the 
table below. Note that the state of the Divisor Latch Access 
Bit (DLAB), which is the most significant bit of the Line Con- 
trol Register, affects the selection of certain INS8250A reg- 
isters. The DLAB must be set high by the system software 
to access the Baud Generator Divisor Latches. 
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Functional Pin Description (Continued) 



DLAB 


A2 


Ai 


Ao 


Register 














Receiver Buffer (read), 










Transmitter Holding 










Register (write) 











1 


Interrupt Enable 


X 





1 





Interrupt Identification 










(read only) 


X 





1 


1 


Line Control 


X 


1 








MODEM Control 


X 


1 





1 


Line Status 


X 


1 


1 





MODEM Status 


X 


1 


1 


1 


Scratch 


1 











Divisor Latch 










(least significant byte) 


1 








1 


Divisor Latch 










(most significant byte) 



Master Reset (MR), Pin 35: This input is buffered with a 
TTL-compatible Schmitt Trigger with 0.5V typical hysteresis. 
When high, it clears all the registers (except the Receiver 
Buffer, Transmitter Holding, and Divisor Latches), and the 
control logic of the ACE. Also, th e state o f var i ous o utput 
signals (SOUT, INTRPT, OUT 1, OUT 2, R?S, DTR) are 
affected by an active MR input. (Refer to Table I.) 
Receiver Clock (RCLK), Pin 9: This input is the 16 x baud 
rate clock for the receiver section of the chip. 
Serial Input (SIN), Pin 10: Serial data input from the com- 
munications link (peripheral device, MODEM, or data set). 
Clear to Send (CTS), Pin 36: The CTS signal is a MODEM 
control function input whose conditions can be tested by the 
CPU by reading bit 4 (CTS) of the MODEM Status Register. 
Bit (DCT S) of the MODEM Status Register indicates 
whether the CTS input has changed state since the previ- 
ous reading of the MODEM Status Register. CTS has no 
effect on the Transmitter. 

Note: Whenever the CTS bit of the MODEM Status Register changes state, 
an interrupt is generated if the MODEM Status Interrupt is enabled. 

Data Set Ready (DSR), Pin 37: When low, this indicates 
that the MODEM or data set is ready to establish the com- 
munications link and transfer data with the ACE. The DSR 
signal is a MODEM-control function input whose condition 
can be tested by the CPU by reading bit 5 (DSR) of the 
MODEM Status Register. Bit 1 (DDSR) of th e MODEM 
Status Register indicates whether the DSR input has 
changed state since the previous reading of the MODEM 
Status Register. 

Note: Whenever the DSR bit of the MODEM Status Register changes state, 
an interrupt is generated if the MODEM Status Interrupt is enabled. 

Data Carrier Detect (DCD), Pin 38: When low, indicates 
that the data carri er has been detected by the MODEM or 
data set. The DCD signal is a MODEM-control function input 
whose condition can be tested by the CPU by reading bit 7 
(DCD) of the MODEM Status Register. Bit 3 (DDCD) of the 
MODEM Status Register indicates whether the DCD input 
has changed state sinc e th e previous reading of the 
MODEM Status Register. DCD has no effect on the receiv- 
er. 

Note: Whenever the DCD bit of the MODEM Status Register changes state, 
an interrupt is generated if the MODEM Status Interrupt is enabled. 



Ring Indicator (Rl), Pin 39: When low, indicates that a tele- 
phone ringing signal has been received by the MODEM or 
data set. The Rl signal is a MODEM-control function input 
whose condition can be tested by the CPU by reading bit 6 

i0lliOD[illJi«iifJiI](l)0lif1Q 

MODEM Status Register indicates whether the Rl input has 
changed from a low to a high state since the previous read- 
ing of the MODEM Status Register. 

Note: Whenever the Rl bit of the MODEM Status Register changes from a 
high to a low state, an interrupt is generated if the MODEM Status Register 
is enabled. 

Vcc» Pin 40: + 5V supply. 

Vss» Pin 2 ° : Ground (OV) reference. 

OUTPUT SIGNALS 

Data Terminal Ready (DTR), Pin 33: When low, informs 
the MOD EM or data set that the ACE is ready to communi- 
cate. The DTR output signal can be set to an active low by 
programming bit (DT R) of the MODEM Control Register to 
a high level. The D TR s ignal is set high upon a Master Re- 
set operation. The DTR signal is forced to its inactive state 
(high) during loop mode operation. 

Request to Send (RTS), Pin 32: When low, informs the 
MO DEM or data set that the ACE is ready to transmit data. 
The RTS output signal can be set to an active low by pro- 
gramming bit 1 (RTS) of the MODEM Control Register. The 
RTS signal is set high upon a Master Reset operation. The 
RTS signal is forced to its inactive state (high) during loop 
mode operation. 

Output 1 (OUT 1), Pin 34: User-designated output that can 
be set to an active low by programming bit 2 ( OUT 1 ) of the 
MODEM Control Register to a high level. The O UT 1 si gnal 
is set high upon a Master Reset Operation. The OUT 1 sig- 
nal is forced to its inactive state (high) during loop mode 
operation. 

Output 2 (OUT 2), Pin 31: User-designated output that can 
be set to an active low by programming bit 3 ( OUT 2) of the 
MODEM Control Register to a high level. The O UT 2 si gnal 
is set high upon a Master Reset Operation. The OUT 2 sig- 
nal is forced to its inactive state (high) during loop mode 
operation. 

Chip Select Out (CSOUT), Pin 24: When high, indicates 
that the chip has been selected by active, CSO, CS1, and 
CS2 inputs. No data transfer can be initiated until the 
CSOUT signal is a logic 1 . CSOUT goes low when chip is 
deselected. 

Driver Disable (DDIS), Pin 23: Goes low whenever the 
CPU is reading data from the ACE. A high-level DDIS output 
can be used to disable an external transceiver (if used be- 
tween the CPU and ACE on the D 7 -D Data Bus) at all 
times, except when the CPU is reading data. 
Baud Out (BAUDOUT), Pin 15: 16 x clock signal for the 
transmitter section of the ACE. The clock rate is equal to the 
main reference oscillator frequency divided by the specified 
divisor in the Baud Generator Divisor Latches. The 
BAUDOUT may also be used for the receiver section by 
tying this output to the RCLK input of the chip. 



Functional Pin Description (Continued) 

Interrupt (INTRPT), Pin 30: Goes high whenever any one 
of the following interrupt types has an active high condition 
and is enabled via the IER: Receiver Error Flag; Received 
Data Available; Transmitter Holding Register Empty; and 
MODEM Status. The INTRPT signal is reset low upon the 
appropriate interrupt service or a Master Reset operation. 
Serial Output (SOUT), Pin 11: Composite serial data output 
to the communications link (peripheral, MODEM or data 
set). The SOUT signal is set to the Marking (logic 1) state 
upon a Master Reset operation. 

Connection Diagrams 

Dual-ln-Line Package 



Do- 


1 


Pi— 


2 


02 — 


3 


03 — 


4 


04 — 


5 


05 — 


E 


06 — 


7 


07 — 


8 


RCLK — 


9 


SIN — 


10 


SOUT — 


11 


CSO — 


12 


CS1 — 


13 


CS2 — 





BAU00UT- 
XTAL1- 
XTAL2- 
DOSTR- 
D0STR- 

vss- 



vcc 

— Rl 
DCD 

— OSR 
-CTS 
-MR 

— ouTi 

— DTR 

— RTS 

— OUTI 

— INTRPT 
-NC 



— A2_ 

— ADS 

— CSOUT 
DDIS 
DISTR 
DTSTR 



INPUT/OUTPUT SIGNALS 

Data (D7-D0) Bus, Pins 1-8: This bus comprises eight 
TRI-STATE input/output lines. The bus provides bidirection- 
al communications between the ACE and the CPU. Data, 
control words, and status information are transferred via the 
D7-D0 Data Bus. 

External Clock Input/Output (XTAL 1, XTAL 2) Pins 16 

and 17: These two pins connect the main timing reference 
(crystal or signal clock) to the ACE. 







5 4 3 2 1 44 


43 42 41 40 




05 


7 




39 


MR 


06 


8 




38 


OUTI 


07 


9 




37 


DTR 


RCLK 


10 




36 


RTS 


SIN 






35 


0UT2 


NC 


12 


NS16450 
INS8250A 


34 


NC 


SOUT 


13 


33 


INTERRUPT 


CSO 


14 




32 


NC 


C$1 


15 




31 


AO 


CS2 


16 




30 


A1 


MUDOTJT 


17 




29 


A2 




IB 


19 20 21 22 23 24 


25 26 27 24 





//J! \"'L\\W_ 

XTAL1 XTAL2 D0STR 00STR Vss 0ISTR DISTR DDIS CSOUT ADS 



TL/C/8401-11 



Top View 



TABLE I. ACE Reset Functions 



Register/Signal 


Reset Control 


Reset State 


Interrupt Enable Register 


Master Reset 


All Bits Low (0-3 forced and 
4-7 permanent) 


Interrupt Identification Register 


Master Reset 


Bit is High, Bits 1 and 2 Low 
Bits 3-7 are Permanently Low 


Line Control Register 


Master Reset 


All Bits Low 


MODEM Control Register 


Master Reset 


All Bits Low 


Line Status Register 


Master Reset 


All Bits Low, 

Except Bits 5 and 6 are High 


MODEM Status Register 


Master Reset 


Bits 0-3 Low 

Bits 4-7— Input Signal 


SOUT 


Master Reset 


High 


INTRPT (RCVR Errs) 


Read LSR/MR 


Low 


INTRPT (RCVR Data Ready) 


Read RBR/MR 


Low 


INTRPT (THRE) 


ReadllR/WriteTHR/MR , 


Low 


INTRPT (Modem Status Changes) 


Read MSR/MR 


Low 


OUT 2 


Master Reset 


High 


RTS 


Master Reset 


High 


DTR 


Master Reset 


High 


OUT1 


Master Reset 


High 
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Accessible Registers 

The system programmer may access or control any of the 
ACE registers summarized in Table 11 via the CPU. These 
registers are used to control ACE operations and to transmit 

and receive data. 

LINE CONTROL REGISTER 

The system programmer specifies the format of the asyn- 
chronous data communications exchange via the Line Con- 
trol Register. In addition to controlling the format, the pro- 
grammer may retreive the contents of the Line Control Reg- 
ister for inspection. This feature simplifies system program- 
ming and eliminates the need for separate storage in sys- 
tem memory of the line characteristics. The contents of the 
dne Control Register are indicated in Table II and are de- 
scribed below. 

Table II. Summary 



Bits and 1: These two bits specify the number of bits in 
each transmitted or received serial character. The encoding 
of bits and 1 is as follows: 



Bit 1 


BitO 


Word Length 








5 Bits 





1 


6 Bits 


1 





7 Bits 


1 


1 


8 Bits 



Bit 2: This bit specifies the number of Stop bits in each 
transmitted character. If bit 2 is a logic 0, one Stop bit is 
generated in the transmitted data. If bit 2 is a logic 1 when a 
5-bit word length is selected via bits and 1, one and a 

of Accessible Registers 



Register Address 



Bit 
No. 


DLAB = 


DLAB = 


1 DLAB = 


2 


3 


4 


5 


6 


7 


DLAB = 1 


1 DLAB = 1 


Receiver 
Buffer 

Register 
(Read 
Only) 


Transmitter 
Holding 
Register 
(Write 
Only) 


Interrupt 
Enable 
Register 


Interrupt 
Ident. 

Register 
(Read 
Only) 


Line 
Control 
Register 


MODEM 
Control 
Register 


Line 
Status 
Register 


MODEM 
Status 
Register 


Scratch 
Reg- 
ister 


Divisor 
Latch 
(LS) 


Latch 
(MS) 




RBR 


THR 


IER 


IIR 


LCR 


MCR 


LSR 


MSR 


SCR 


DLL 


DLM 





Data Bit 0* 


Data Bit 


Enable 
Received 

Data 
Available 
Interrupt 
(ERBFI) 


"0" if 
Interrupt 
Pending 


Word 
Length 
Select 

BitO 
(WLSO) 


Data 
Terminal 
Ready 
(DTR) 


Data 
Ready 
(DR) 


Delta 
Clear 
to Send 
(DCTS) 


BitO 


BitO 


Bit 8 


1 


Data Bit 1 


Data Bit 1 


Enable 
Transmitter 
Holding 
Register 

Empty 
Interrupt 
(ETBEI) 


interrupt 

ID 
Bit (0) 


Word 
Length 
Select 

Bit 1 
(WLS1) 


Request 
to Send 
(RTS) 


Overrun 
Error 
(OE) 


Delta 
Data 
Set 
Ready 
(DDSR) 


Bit 1 


Bit 1 


Bit 9 


2 


Data Bit 2 


Data Bit 2 


Enable 
Receiver 
Line Status 
Interrupt 
(ELSI) 


Interrupt 
ID 
Bit (1) 


Number of 
Stop Bits 
(STB) 


Out1 


Parity 
Error 
(PE) 


Trailing 
Edge Ring 
Indicator 
O'ER I) 


Bit 2 


Bit 2 


Bit 10 


3 


Data Bit 3 


Data Bit 3 


Enable 
MODEM 

Status 
Interrupt 
(EDSSI) 





Parity 

Enable 

(PEN) 


Out 2 


Framing 
Error 
(FE) 


Delta 
Data 
Carrier 
Detect 
(DDCD) 


Bit 3 


Bit 3 


Bit 11 


4 


Data Bit 4 


Data Bit 4 








Even 
Parity 
Select 
(EPS) 


Loop 


Break 
Interrupt 
(Bl) 


Clear 

to 
Send 
(CTS) 


Bit 4 


Bit 4 


Bit 12 


5 


Data Bit 5 


Data Bit 5 








Stick 
Parity 





Transmitter 
Holding 
Register 
(THRE) 


Data 
Set 
Ready 
(DSR) 


Bit 5 


Bit 5 


Bit 13 


6 


Data Bit 6 


Data Bit 6 








Set 
Break 





Transmitter 
Empty 
(TEMT) 


Ring 
Indicator 
(Rl) 


Bit 6 


Bit 6 


Bit 14 


7 


Data Bit 7 


Data Bit 7 








Divisor 
Latch 
Access 

Bit 
(DLAB) 








Data 
Carrier 
Detect 
(DCD) 


Bit 7 


Bit 7 


Bit 15 



•Bit is the least significant bit. It is the first bit serially transmitted or received. 
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Accessible Registers (Continued) 

half Stop bits are generated. If bit 2 is a logic 1 when either 
a 6-, 7-, or 8-bit word length is selected, two Stop bits are 
generated. The Receiver checks the first Stop-bit only, re- 
gardless of the number of Stop bits selected. 
Bit 3: This bit is the Parity Enable bit. When bit 3 is a logic 1 , 
a Parity bit is generated (transmit data) or checked (receive 
data) between the last data word bit and Stop bit of the 
serial data. (The Parity bit is used to produce an even or odd 
number of 1 s when the data word bits and the Parity bit are 
summed.) 

Bit 4: This bit is the Even Parity Select bit. When bit 3 is a 
logic 1 and bit 4 is a logic 0, an odd number of logic 1 s is 
transmitted or checked in the data word bits and Parity bit. 
When bit 3 is a logic 1 and bit 4 is a logic 1 , an even number 
of logic 1 s is transmitted or checked. 
Bit 5: This bit is the Stick Parity bit. When bits 3, 4 and 5 are 
logic 1 the Parity bit is transmitted and checked by the re- 
ceiver as a logic 0. If bits 3 and 5 are 1 and bit 4 is a logic 
then the Parity bit is transmitted as a 0. 
Bit 6: This bit is the Break Control bit. When it is set to a 
logic 1 , the serial output (SOUT) is forced to the Spacing 
(logic 0) state. The break is disabled by setting bit 6 to a 
logic 0. The Break Control bit acts only on SOUT and has no 
effect on the transmitter logic. 

Note: This feature enables the CPU to alert a terminal in a computer com- 
munications system. If the following sequence is followed, no erroneous or 
extraneous characters will be transmitted because of the break. 

1. Load an all 0s, pad character, in response to THRE. 

2. Set break after the next THRE. 

3. Wait for the transmitter to be idle, (TEMT= 1), and clear break when 
normal transmission has to be restored. 

During the break, the Transmitter can be used as a character timer to accu- 
rately establish the break duration. 

Bit 7: This bit is the Divisor Latch Access Bit (DLAB). It must 
be set hjgh (logic 1 ) to access the Divisor Latches of the 
Baud Generator during a Read or Write operation. It must 
be set low (logic 0) to access the Receiver Buffer, the 
Transmitter Holding Register, or the Interrupt Enable Regis- 
ter. 

Table III. Baud Rates Using 1.8432 MHz Crystal 



Typical Clock Circuits 





Divisor Used 


Percent Error 


Desired 


to Generate 


Difference Between 


Baud Rate 


16 x Clock 


Desired and Actual 


50 


2304 




75 


1536 




110 


1047 


0.026 


134.5 


857 


0.058 


150 


768 




300 


384 




600 


192 




1200 


96 




1800 


64 




2000 


58 


0.69 


2400 


48 




3600 


32 




4800 


24 




7200 


16 




9600 


12 




19200 


6 




38400 


3 




56000 


2 


2.86 




TL/C/8401-12 




TL/C/8401-13 



Typical Crystal Oscillator Network 



CRYSTAL 


R P 


RX2 


Ci 


C 2 


3.1 MHz 


1 Ma 


1.5k 


10-30 pF 


40-60 pF 


1.8 MHz 


1 Mn 


1.5k 


10-30 pF 


40-60 pF 



Table IV. Baud Rates Using 3.072 MHz Crystal 





Divisor Used 


Percent Error 


Desired 


to Generate 


Difference Between 


Baud Rate 


16 x Clock 


Desired and Actual 


50 


3840 




75 


2560 




110 


1745 


0.026 


134.5 


1428 


0.034 


150 


1280 




300 


640 




600 


320 




1200 


160 




1800 


107 


0.312 


2000 


96 




2400 


80 




3600 


53 


0.628 


4800 


40 




7200 


27 


1.23 


9600 


20 




19200 


10 




38400 


5 
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Accessible Registers (continued) 

PROGRAMMABLE BAUD GENERATOR 

The ACE contains a programmable Baud Generator that is 
capable of taking any clock input (DC to 3. 1 MHz) and divid- 
ing it by any divisor from 1 to 2 16 -1).The output frequency 

ol ihe iau J Generator is "I ^ x the iau J [divisor # = fre- 
quency input) -h (baud rate x 16)]. Two 8-bit latches store 
the divisor in a 16-bit binary format. These Divisor Latches 
must be loaded during initialization in order to ensure de- 
sired operation of the Baud Generator. Upon loading either 
of the Divisor Latches, a 16-bit Baud counter is immediately 
loaded. This prevents long counts on initial load. 
Tables III and IV illustrate the use of the Baud Generator 
with crystal frequencies of 1.8432 MHz and 3.072 MHz re- 
spectively. For baud rates of 38400 and below, the error 
obtained is minimal. The accuracy of the desired baud rate 
is dependent on the crystal frequency chosen. 

Note: The maximum operating frequency of the Baud Generator is 3.1 MHz. 
However, when using divisors of 3 and below, the maximum frequency is 
equal to the divisor in MHz. For example, if the divisor is 1 , then the maxi- 
mum frequency is 1 MHz. In no case should the date rate be greater than 
56k Baud. 

LINE STATUS REGISTER 

This 8-bit register provides status information to the CPU 
concerning the data transfer. The contents of the Line 
Status Register are indicated in Table 2 and are described 
below. 

Bit 0: This bit is the receiver Data Ready (DR) indicator. Bit 
is set to a logic 1 whenever a complete incoming charac- 
ter has been received and transferred into the Receiver 
Buffer Register. Bit is reset to a logic by reading the data 
in the Receiver Buffer Register. 

Bit 1: This bit is the Overrun Error (OE) indicator. Bit 1 indi- 
cates that data in the Receiver Buffer Register was not read 
by the CPU before the next character was transferred into 
the Receiver Buffer Register, thereby destroying the previ- 

UUo Ol laiaUltJI . 1 116 Ul IllUIUcUUr IS ItJbfcJl WllfcJl lfcJVfcJl lllfc; L/"U 

reads the contents of the Line Status Register. 


Bit 2: This bit is the Parity Error (PE) indicator. Bit 2 indi- 
cates that the received data character does not have the 
correct even or odd parity, as selected by the even-parity- 
select bit. The PE bit is set to a logic 1 upon detection of a 

the contents of the Line Status Register. 
Bit 3: This bit is the Framing Error (FE) indicator. Bit 3 indi- 
cates that the received character did not have a valid Stop 
bit. Bit 3 is set to a logic 1 whenever the Stop bit following 
the last data bit or parity bit is detected as a zero bit (Spac- 
ing level). The FE indicator is reset whenever the CPU reads 
the contents of the Line Status indicator. 
Bit 4: This bit is the Break Interrupt (Bl) indicator. Bit 4 is set 
to a logic 1 whenever the received data input is held in the 
Spacing (logic 0) state for longer than a full word transmis- 
sion time (that is, the total time of Start bit + data bits + 
Parity + Stop bits). The Bl indicator is reset whenever the 
CPU reads the contents of the Line Status indicator. 

Note: Bits 1 through 4 are the error conditions that produce a Receiver Line 
Status interrupt whenever any of the corresponding conditions are detected. 

Bit 5: The bit is the Transmitter Holding Register Empty 
(THRE) indicator. Bit 5 indicates that the ACE is ready to 
accept a new character for transmission. In addition, this bit 
causes the ACE to issue an interrupt to the CPU when the 
Transmit Holding Register Empty Interrupt enable is set 
high. The THRE bit is set to a logic 1 when a character is 
transferred from the Transmitter Holding Register into the 
Transmitter Shift Register. The bit is reset to logic concur- 
rently with the loading of the Transmitter Holding Register 
by the CPU. 

Bit 6: This bit is the Transmitter Empty (TEMT) indicator. Bit 
6 is set to a logic 1 whenever the Transmitter Holding Regis- 
ter (THR) and the Transmitter Shift Register (TSR) are both 
empty. It is reset to a logic whenever either the THR or 
TSR contains a data character. 
Bit 7: This bit is permanently set to logic 0. 
Note: The Line Status Register is intended for read operations only. Writing 
to this register is not recommended as this operation is used for factory 
testing. 










TABLE V. Interrupt Control Functions 




Interrupt Identification 
Register 




Interrupt Set and Reset Functions 




Bit 2 


Bit 1 


BitO 


Priority 
Level 


Interrupt Type 


Interrupt Source 


Interrupt Reset Control 








1 




None 


None 




1 


1 





Highest 


Receiver Line Status 


Overrun Error or 
Parity Error or Framing 
Error or Break Interrupt 


Reading the Line Status 
Register 


1 








Second 


Received Data Available 


Receiver Data Available 


Reading the Receiver 
Buffer Register 





1 





Third 


Transmitter Holding 
Register Empty 


Transmitter Holding 
Register Empty 


Reading the MR Register 
(if source of interrupt) or 
Writing into the Trans- 
mitter Holding Register 











Fourth 


MODEM Status 


Clear to Send or 
Data Set Ready or 
Ring Indicator or Data 
Carrier Detect 


Reading the MODEM 
Status Register 
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Accessible Registers (Continued) 

INTERRUPT IDENTIFICATION REGISTER 

The ACE has an on-chip interrupt capability that allows for 
flexibility in interfacing popular microprocessors presently 
available. In order to provide minimum software overhead 
during data character transfers, the ACE prioritizes inter- 
rupts into four levels. The four levels of interrupt conditions 
are as follows: Receiver Line Status (priority 1); Received 
Data Ready (priority 2); Transmitter Holding Register Empty 
(priority 3); and MODEM Status (priority 4). 
Information indicating that a prioritized interrupt is pending 
and the type of that interrupt are stored in the Interrupt Iden- 
tification Register (MR). When addressed during chip-select 
time, the MR freezes the highest priority interrupt pending 
and no other interrupts are acknowledged until the particu- 
lar interrupt is serviced by the CPU. The contents of the MR 
are indicated in Table II and are described below. 
Bit 0: This bit can be used in either a hardwired prioritized or 
polled environment to indicate whether an interrupt is pend- 
ing. When bit is a logic 0, an interrupt is pending and the 
MR contents may be used as a pointer to the appropriate 
interrupt service routine. When bit is a logic 1 , no interrupt 
is pending and polling (if used) continues. 
Bits 1 and 2: These two bits of the MR are used to identify 
the highest priority interrupt pending as indicated in Table V. 
Bits 3 through 7: These five bits of the MR are always logic 
0. 

INTERRUPT ENABLE REGISTER 

This 8-bit register enables the four types of interrupts of the 
ACE to separately activate the chip interrupt (INTRPT) out- 
put signal. It is possible to totally disable the interrupt sys- 
tem by resetting bits through 3 of the Interrupt Enable 
Register. Similarly, by setting the appropriate bits of this reg- 
ister to a logic 1 , selected interrupts can be enabled. Dis- 
abling the interrupt system inhibits the Interrupt Identifica- 
tion Register and the active (high) INTRPT output from the 
chip. All other system functions operate in their normal man- 
ner, including the setting of the Line Status and MODEM 
Status Registers. The contents of the Interrupt Enable Reg- 
ister are indicated in Table II and are described below. 
Bit 0: This bit enables the Received Data Available Interrupt 
when set to logic 1 . 

Bit 1: This bit enables the Transmitter Holding Register 
Empty Interrupt when set to logic 1 . 
Bit 2: This bit enables the Receiver Line Status Interrupt 
when set to logic 1 . 

Bit 3: This bit enables the MODEM Status Interrupt when 
set to logic 1 . 

Bits 4 through 7: These four bits are always logic 0. 



MODEM CONTROL REGISTER 

This 8-bit register controls the interface with the MODEM or 
data set (or a peripheral device emulating a MODEM). The 
contents of the MODEM Control Register are indicated in 
Table II and are described below. 

Bit 0: This bit controls the Data Termi nal R eady (DTR) out- 
put. When bit is set to a logic 1 , the DTR output is forced 
to a logic 0. When bit is reset to a logic 0, the DTR output 
is forced to a logic 1 . 

Note: The DTR output of the ACE may be applied to an EIA inverting line 
driver (such as the DS1488) to obtain the proper polarity input at the suc- 
ceeding MODEM or data set. 

Bit 1: This bit controls the Request to Send RTS) output. Bit 
1 affects the RTS output in a manner identical to that de- 
scribed above for bit 0. 

Bit 2: This bit controls the Output 1 (OUT 1) signal, which is 
an auxiliary user-designated output. Bit 2 affects the OUT 1 
output in a manner identical to that described above for bit 
0. 

Bit 3: This bit controls the Output 2 (OUT 2) signal, which is 
an auxiliary user-designated output. Bit 3 affects the OUT 2 
output in a manner identical to that described above for bit 
0. 

Bit 4: This bit provides a local loopback feature for diagnos- 
tic testing of the ACE. When bit 4 is set to logic 1 , the follow- 
ing occur: the transmitter Serial Output (SOUT) is set to the 
Marking (logic 1) state; the receiver Serial Input (SIN) is dis- 
connected; the output of the Transmitter Shift Register is 
"looped back" into the Rec eiver Shift Register input; the 
four MODEM Control inputs (CTS, DSR, DCD, and R l) are 
disconnected ; and the fou r MODEM Control outputs (DTR, 
RTS, OUT 1, and OUT 2) are internally connected to the 
four MODEM Control inputs, and the MODEM Control out- 
put pins are forced to their inactive state (high). In the diag- 
nostic mode, data that is transmitted is immediately re- 
ceived. This feature allows the processor to verify the trans- 
mit-and received-data paths of the ACE. 
In the diagnostic mode, the receiver and transmitter inter- 
rupts are fully operational. The MODEM Control Interrupts 
are also operational, but the interrupts' sources are now the 
lower four bits of the MODEM Control Register instead of 
the four MODEM Control inputs. The interrupts are still con- 
trolled by the Interrupt Enable Register. 
Bits 5 through 7: These bits are permanently set to logic 0. 

MODEM STATUS REGISTER 

This 8-bit register provides the current state of the control 
lines from the MODEM (or peripheral device) to the CPU. In 
addition to this current-state information, four bits of the 
MODEM Status Register provide change information. These 
bits are set to a logic 1 whenever a control input from the 
MODEM changes state. They are reset to logic whenever 
the CPU reads the MODEM Status Register. 
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Accessible Registers (Continued) 

The contents of the MODEM Status Register are indicated 
in Table II and are described below. 
Bit 0: This bit is the Delta Clear to Send (DCTS) indicator. 
Bit indicates that the CTS input to the chip has changed 

Bit 1: This bit is the Del ta Da ta Set Ready (DDSR) indicator. 
Bit 1 indicates that the DSR input to the chip has changed 
state since the last time it was read by the CPU. 
Bit 2: This bit is the Trailing Edgejrf Ring Indicator (TERI) 
detector. Bit 2 indicates that the Rl input to the chip has 
changed from a low to a high state. 
Bit 3: This bit is the Delta Data Carri er Detect (DDCD) indi- 
cator. Bit 3 indicates that the DCD input to the chip has 
changed state. 

Note: Whenever bit 0, 1, 2, or 3 is set to logic 1, a MODEM Status Interrupt 
is generated. 



Bit 4: This bit is the complement of the Clear to Send (CTS) 
input. If bit 4 (loop) of the MCR is set to a 1, this bit is 
equivalent to RTS in the MCR. 

Bit 5 : This bit is the complement of the Data Set Ready 
(DSR) input. If bit 4 of the MCR is set to a 1, this bit is 
equivalent of DTR in the MCR. 

Bit 6: This bit is the complement of the Ring Indicator (Rl) 
input. If bit 4 of the MCR is set to a 1 , this bit is equivalent to 
OUT 1 in the MCR. 

Bit 7: This bit is the complement of the Data Carrier Detect 
(DCD) input. If bit 4 of the MCR is set to a 1, this bit is 
equivalent to OUT 2 of the MCR. 

SCRATCHPAD REGISTER 

This 8-bit Read/Write Register does not control the ACE in 
any way. It is intended as a scratchpad register to be used 
by the programmer to hold data temporarily. 



Typical Applications 



This shows the basic connections of an NS 16450 to an NS32016 CPU 
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Typical Applications (Continued) 

This shows the basic connections of an INS8250A to an 8088 CPU 



ALTERNATE 
XTAL CONTROL 




TL/C/8401-15 



Typical Interface for a Typical Supply Current vs. 

High-Capacity Data Bus Temperature, Normalized 



MICROCOMPUTER 
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Ordering Information 



Order Number 


Description 


Plastic Dip Package 




NS16450N ^ 




f 


high speed part 


NS-16450NJ 




INS8250AN 


V CC = 5V ±5% 


INS8250AWN 


V C c = 5V ±10% 


NS16C450N* 


CMOS high speed part 


INS82C50AN* 


CMOS V C c = 5V ± 5% 


Plastic Chip Carrier Package 




NS1 6450V "I 




I 


high speed part 


NS-1 6450V J 




INS8250A 


V C c = 5V ± 5% 


NS16C450V 


CMOS high speed part 


INS82C50AV* 


CMOS V CC = 5V ± 5% 



•The CMOS parts will be available after 6/85. 



Physical Dimensions inches 



(millimeters) (Continued) 



0.526 



0.050 
(1.270) 
REF 



(13.36) 
NOM 
10 SPACES AT 

- 0.050=0.50Q_ ~ 
(1.270 = 12.70) 

0.230 
(5.842) 
DIA NOM 
18 (PEDESTAL) 28 

Piffllh. 




(1143) 




610-0.630 
(15.49-16.00) _ 
SQUARE 
(CONTACT DIMENSION) 



(16.3A -16.64) 
SQUARE 



(17.40-17.6! 
SQUARE 




0.165-0.180 
0.013-0.018 ( 4 ™ 1 -4.572) 
(0.330-0.457) MAX , 



(0 660-0 813) 
TYP 



~1 

0.125 
(3.175) 
MAX 



44-Lead Plastic Chip Carrier (V) 
Order Number NS16450V, NS- 16450V, INS8250A, 
NS16C450V or INS82C50AV 
NS Package Number V44A 



LIFE SUPPORT POLICY 

NATIONAL'S PRODUCTS ARE NOT AUTHORIZED FOR USE AS CRITICAL COMPONENTS IN LIFE SUPPORT 
DEVICES OR SYSTEMS WITHOUT THE EXPRESS WRITTEN APPROVAL OF THE PRESIDENT OF NATIONAL 
SEMICONDUCTOR CORPORATION. As used herein: 



1. Life support devices or systems are devices or 2. A critical component is any component of a life 



systems which, (a) are intended for surgical implant 
into the body, or (b) support or sustain life, and whose 
failure to perform, when properly used in accordance 
with instructions for use provided in the labeling, can 
be reasonably expected to result in a significant injury 
to the user. 



support device or system whose failure to perform can 
be reasonably expected to cause the failure of the life 
support device or system, or to affect its safety or 
effectiveness. 
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National Semiconductor 
Corporation 

2900 Semiconductor Drive 
P.O. Box 58090 
Santa Clara, CA 95052-8090 
Tel: (408) 721-5000 
TWX: (910) 339-9240 



National Semiconductor 
GmbH 

Furstenriederstrasse Nr. 5 
D-8000 Munchen 21 
West Germany 
Tel: (089) 5 60 12-0 
Telex: 522772 



NS Japan K.K. 

4-403 Ikebukuro, 
Toshima-ku, 
Tokyo 171, Japan 
Tel: (03) 988-2131 
FAX: 011-81-3-988-1700 



N.S.H.K. Ltd. 

S.E. Asia Mktg. N.H.K. Sales 

Austin Tower, 4th Floor 
22-26 Austin Avenue 
Tsimshatsui, Kowloon, 
Hong Kong 

Tel: 3-7231290, 3-7243645 
Cable: NSSEAMKTG 
Telex: 52996 NSSEA HX 



National Semicondutores 
Do Brasll Ltda. 

8 Andar 

01452 Sao Paulo, SP. Brasil 

Tel: (55/11) 212-5066 

Telex: 391-1131931 NSBR BR 



National Semiconductor 
(Australia) PTY, Ltd. 

21 /3 High Street 
Bayswater. Victoria 3153 
Tel: (03) 729-6333 
Telex: AA32096 



National does not assume any responsibility for use of any circuitry described, no circuit patent licenses are implied and National reserves the right at any time without notice to change said circuitry and specifications. 



Physical Dimensions inches (millimeters) 



0.062 
(1 575)- 



(51.88-52.58) 
I0l[3il[3i1|37l|3flffi|3«ir33iraffi 



© 



iinininininirTnnir^ 



(14.73) 
MIN 

0.600-0.620 



0.030 
(0.7S2) 



j o.o; 



MAX (1.270) — 
f TYP 


| 0.125-0.165 

(3.175-4.191) | 




-JSf 






0.145-0.210 
I (3.683-5.3341 


0.009-0.015 
(0.229-0.381) 
0.075 ±0.015 
(1.905 10.381) 


ninny ii 

1" II (2.540 ±0.254) 


IIIIIIII 

|_ 0.018*0.003 
1" (0.457 *0.076) 


f 


*™° o.L t 

(0.508) 
| MIN 



Plastic Dual-ln-Line Package (N) 
Order Number NS16450N, NS-16450N, INS8250AN, 
INS8250AWN, NS16C450N, or INS82C50AN 
NS Package Number N40A 
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